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BILL NO. S-75-03- 5 ^ 


SPECIAL OH HNANCE NO. S- 


- 


AN ORDINANCE approving Change Order No. 5 in 
connection with Sewer Resolution No. 279~72 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT ] 
WAYNE, INDIANA: 

SECTION 1. That Change Order No. 5 to Bower Engineering on 
the Storm Caused Overflow by Screening Method Project - Sewer Resolution 
279-72 in the amount of $2,582.49, as set out in the specifications, is hereby 
in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
and after its passage and approval by the Mayor. 



approved as to form 











Read the first time in full and on motion by seconded by 

, and duly adopted, read the second time by title and referred 

to the Committee on__ ■ (a^'^Ei~gi!tv''P1 an 

Comfflissioir^orT ; ecommen3atIon)'''''^H~Pu51ic^eaiung'l:6 _ he“EeI3^I t teF^ueTegal notice. 


at the Council ChambersTCity-County Building, Fort W^niTTCTiaffi 


o 1 cleeteHratTTETS .T. 

Date t r3 XT 


197_ 


CITY CLERK 

Read the third time in full and on motion by ' _ 

seconded by_ ‘ „ and duly adopted, placed on its passage. 

Passed (LIST) by the following vote: 

AYES 2 . MYS_ ® 

BURNS ^ 


HINC-A 

KRAUS 

MOSES 

MJCKOLS 

SCHMIDT, D. 

SCHMIDT, V. 

ST'IER 


TALARICO 

DATE: 






CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 


(Resblutibn) No 


1 


sa-vs- 


ATTEST: 


• "the ^ d ay 

(SEAL) 


, 197J~T 



CITY CLERK £/ PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of. , 197 <S~ . at the hour of ^ o’clock 

J “ *- 

M..E.S.T. J „ 





Approved and signed by me this 
at the hour of 22' ^ ^ o * clock 


_day of 


CriY^CfiERI^J 

_> 3 97_J 

, 















































































Bill Nc 


S-75-03-33 


We, your Committee on 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
City Utilities to whom was referred an Ordinance 


approving Change Order No. 5 in connection with Sewer Resolution 
No. 279-72 


have had said Ordinance under consideration and beg leave to report back 
Council that said Ordinance _ PAS 


Paul M. Burns - Chairman 


Donald J. 

Schmidt 

- Vice ■ 

< 

- Chairman 

Winfield C 

. Moses, 

Jr. 


William T. 

Hinga 




Eugene Kraus, Jr. 



LAdJL 1(aAXaxs q L 


made a matter of record 
DATEet^ & CHARLES W, 


WESTERMAK CITY CLERK 































Large Scale Demonstration of Treatment of 

PRGJr.CT Sto rm-Caused Over hv Hip Srrpprin; _Q'.7t,T, R City of Fort Wayne, Indiana 

Method' 3210.12D 

XBSKXXXBX / S IjCTIO N Five _____ 

CHANCE ORDER K0« 5 (Revised) 


TO: Bowen Engineering Corporation 

P. 0. Box 40471 


Indianapolis, Indiana 46240 


You are hereby authorized to make the following additions and/or deductions to 


your contract amount. 





Previous 
Contract Amount 

Increase 

Decrease 

Net Change 
(Deduct)(Add) 

Revised 

Contract Amount 

TOTAL $1,321,026.00 $ 

4,132.49 

$ ' 1,550.00 

$ 2.582.49 

$1,323,608.49 


Description of Change: 



Add 

Deduct 

Item No. 1 





Add handrail and ladder at 

Bauer 





Screens. ’ 

$ 2,006.00 

Item No. 2 

Delete bridge for Rex Screen. 

Item- No. 3 

Revise reinforced concrete walls " 

at Rex Screen. ’ - 

Item No, 4 ' * 

Revise Ba.uer. Screen influent 

from 24" to 30" Diameter. 1,265,66 

Item No. 5 .... 

Revise and modify Bauer effluent troughs. . 860.83 


TOTAL ADD $4,132.49 

TOTAL DEDUCT ‘ $1,550.00 

.NET ADD $ 2,582.49 


RECOMMENDED: 

henry B. Steeg & Associates, A Division 
of. Howard JJeedles Tammen & Bergendoff 

Bv (L /fOJ" 

APPROVED: 

CITY OF FORT WAYNE, INDIANA 


Title Proj. Engineer Date > / j /; ^ 



ACCEPTED: 

BOWEN ENGINEERING CORPORATION 




$ 800.00 


750.00 - 






































DIGEST SHEET 


1|[TLE OF ORDINANCE Special Ordinance _ 

DEPARTMENT REQUESTING ORDINANCE Board of Public Works 


Jt 


7S~-/^ J3 


SYNOPSIS OF ORDINANCE Change Order No. 5 of Bowen Engineering In amount of 
$2,582.49 on the Storm Caused Overflow by Screening Method Project covers final 

detail work required on this federal funded project bid in 1972, 

Point of information - Completed project cost is $1.323,608.49. 


EFFECT OF PASSAGE Permit final payment to contractor, 


EFFECT OF NON-PASSAGE Failure to provide final needs to complete project, 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) $2.582.49 to Utility 




ASSIGNED TO COMMITTEE 





























